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Pulse Sequence: s2pul 

Solvent: CD300 
Ambient temperature 
Her cury-SOe "iiill-nnii Cl2" 

PULSE SEQUEMCE 
Pulse 53.1 degrees 
ACq. time 1.815 sec 
Width 18761.7 Hz 
184581548 repetitions 
OBSERVE C13, 75,3342474 HHz 

DECOUPLE HI, 2aa.8004115 MHz 
power 42 dB 
continuously on 
VALTS-16 modulated 
DATA PROCESSING 
Lino broadening 1.0 Hz 
FT size 131D72 

Total time 117340 hr, 11 min, 44 sec 




Source: https://www.industrydocuments.ucsf.edu/docs/gknx0001 
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FD-7i!/CD30D Sfl/Hay/OZ 

Pulse setiuence: S2pul 

Solvert; CDSOn 
Ambient temperature 
Mercurji-aco "mt l-nmrt) 2" 

HULS6 SEQUENCE 
Pulse 59.1 degrees 
Acq. time 1.E15 sec 
Width 18761.7 Hz 
184531542 repetitions 
OBSERVE CIS. 75.3342474 MHZ 
DECOUPLE HI, 299.8004115 MHz 
Power 42 dB 
continuously on 
WALT7-16 modulated 
DATA PROCESSING 
Line broadening l.Q Hz 
FT Size 13107Z 

Total time 117340 hr, 11 nin, 44 sec 





t'f'il i' 



107.0 106.5 lOB.O 105.5 105.0 104.5 104.0 103.5 103.0 


102.5 102.0 ppm 



Source: https://www.industrydocuments.ucsf.edu/docs/gknx0001 



